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DRAFTED BY USAEC/IP/IAEA:JEAMMONS 
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R 052222Z JUL 74 
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UNCLAS STATE 145765 

E.0.11652:NA 

TAGS:IAEA,TECH 

SUBJ: IAEA RADIATION WASTE MANAGEMENT PROGRAM 
REP: IAEA VIENNA 5415 

1. RE PITTMAN PARTICIPATION AS CONSULTANT SUBJECT PROGRAM 
SEPTEMBER 2-6, MISSION REQUESTED ASSURE HIS IMPERIAL HOTEL 
RESERVATIONS ARE FOR NIGHTS AUGUST 31- SEPTEMBER 6. HE ARRIVES 
VIENNA AUGUST 31 FROM FRANKFURT VIA OS 408 ETA 10:05 A.M. 

ASSUME HE WILL BE MET. 

2. RE BRUNENKAUT WASHINGTON VISIT JULY, ADVISE HIM STATE 
UNABLE MAKE RESERVATIONS FULL PERIOD AS REQUESTED. ONLY TIME 
SPACE AVAILABLE NITES JULY 12-15 BUT AEC TAKING NO ACTION ON 
THIS SHORT PERIOD. ADVISE AEC IP BRUNENKAUT HAS OTHER REQUESTS. 
SISCO 



UNCLASSIFIED 



NNN 



Deciassified/Reieased US Department of State EO Systematic Review 30 JUN 2005 




Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Attributes 



Automatic Decaptioning: X 
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Current Classification: UNCLASSIFIED 
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Control Number: n/a 
Copy: SINGLE 
Draft Date: 05 JUL 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE1 45765 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JEAMMONS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 79-1 002 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740771/aaaacjdd.tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN AEC 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: IAEA VIENNA 5415 
Review Action: RELEASED, APPROVED 
Review Authority: izenbeiO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 17 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <17 OCT 2002 by maustmo; APPROVED <15 JAN 2003 by izenbei0> 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: IAEA RADIATION WASTE MANAGEMENT PROGRAM 
TAGS: TECH, IAEA 
To: IAEA VIENNA 
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